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UNCLASSIFIED 

PAGE 01 STATE 030987 

21 

ORIGIN ARA-03 

INFO OCT-OI ISO-00 SSO-00 /004R 

66011 

DRAFTED BY:PHA/EDRC:GBEAUCHAMP 
APPROVED BY:PHA/FDRC:GBEAUCHAMP 
ARA/MGT:K. ACKERMAN (INFO) 

110222 

O 080545Z FEB 76 
FM SECSTATE WASHDC 
TO SECDEF IMMEDIATE 
JCS IMMEDIATE 

USCINCSO QUARRY HEIGHTS CZ IMMEDIATE 
USCINCRED MACDILL AFB ELA IMMEDIATE 

UNCLAS STATE 030987 


FOLLOWING SECSTATE 030987 SENT ACTION GUATEMALA FEB. 7; 
REPEATED TO YOU QUOTE 

UNCLAS STATE 030987 

E.O. 11652' N/A 


TAGS: 


SUBJECT: LIST OF MEDICAL SUPPLIES 

PASS TO DR. KENT CAMPBELL 

1 . I AM SUPPLYING THE STOCK PILE IN PANAMA AND WILL SEND 
IT ON WHATEVER ELIGHT LEAVING PANAMA TODAY IT CAN BE PUT 
ON. PURCHASE IN GUATEMALA TO SUPPLEMENT YOUR NEEDS. 

ITEM IDENTIFICATION (DRUGS, BIOLOGICALS, AND MEDICAL 
SUPPLIES 

MEDICAL SUPPLIES TOTAL QUANTITY 
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ALUM. HYDROX TAB 30BX X 100 

A,PIRIN TABLETS 30T X 1 ,000 

BACITRACIN OINT 1/2 G. 57BX X 12 

CALOMINE LOTION 96BT 

CHLOROQ/PRIMAQUIN TAB 42BT X 500 

CHLOROQUINE PHOSPH 96BT X 1 ,000 

CHLOR PROMAZINE 25 MG 1 BT X 1 ,000 

EPINIPHRINE (INI) 1 , 1 000 6BX X 25 

HEXACHLORIDE OINT. 1 300TU 

HYDROCHLORO. TAB. 50 MG IBT X 1,000 

HYDRO CORTISONE CREAM 168TU 

MEDICAL SUPPLIES TOTAL GUANTITY 

ISONIALID TAB. 100 GRAMS 18BT X 100 

LIDOCAINE (INI) 1 35BT 

LIDOCAINE (INI) 0.5 lOBT 

NON A VITAMINS TAB 624BT X 100 

P.B.N. OPTHALMIC OINT. 102BT X 12 

POTASSIUM CHLORIDE (INI) 10 CC AMP. 6BX X6 
POT. PENICILLIN TAB (400,000 UNITS) I08BT X 100 
POT. PENICILLIN TAB 15BT X 100 

PROCAINE PENICILLIN (INJ)(300,000 900BX 

- UNITS GMP) 

PROCAINE PENICILLIN (1,500,000 UNITS) lOOOBX 
SOAP, SURG. (LIQUID) 2520T 

SOAP, SURG. (CAKE) 50BX 

P.A.S. TAB 0.5 GMS 12BT X 1,000 

STREPTOMYCIN SULE. lOOBT 

POWDER EQUIV. 1 GM 

SULTANITAMIDE VAG. CREAM 6TU 

SULTISOXAZOLE TAB . 0.5 GM 1 2BT X 1 ,000 

STERILE WATER (INI) 42BX X 25 

STERILE WATER (INI) 60BX X 25 

POLYMIXIN B. SULE. SOL. 50BT 

DIEPHYL CARBO. CITRATE TAB. 50 MGMS 18BT X 100 
EERROUS SULE. (INI) 25 MGM PL RCC 250BT 
THIABENDOIALE 250BT 

CHOLERA VACCIAC 252BT 

DPT VACCINE 200BT 

PLAGUE VACCINE 202BT 
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GLOBWIN TETANUS, IMM lOOBT 

DIPTHERIA TETANUS TOXOID 102BT 

DIPTHERIA TETANUS TOXOID 135BT 

TAB VACCINE I20PG 

YELLOW EEVER VACCINE 252BT 

ADHESIVE TAPE, SURG 3; X 5 YDS 60SL 

ADHESIVE TAPE, SURG 1 " X 5 YDS 54SL 


ADHESIVE TAPE, SURG 12" XY 10 YDS 12RO 
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BANDAGE, PLASTER PARIS 6" X 5 YDS 20PG 
BANDAGE, PLASTER PARIS 5" X 30" STRIPS I2BX 
BANDAGE, GAUZE, ROLLS 2" X 6 YDS 48PG X 12 
BANDAGE, GUAZE, ROLLS 4" X 10 YDS 78PG X 12 
BANDAGE, GAUZE, ROLLER 4" X 10 YDS 60PG XI2 
BANDAGE, MUSLIN, COMPRESSED, 37 X 37 

- X 52" 59EA 

BANDAGE, MUSLIN, COMPRESSED, 37 X 37 

- X 52" 48EA 

GAUZE, COMPRESSED AND BANDAGE 2 X 2" 240PG X 4 
GAUZE, COMPRESSED AND BANDAGE, 4 X 4" 200PG 
BANDAGE, MUSLIN ROLLER, 5" X 5 YDS I20PG X 12 

COTTON, PURIFIED 12" X 10' 60PG 

COTTON, WADDING SHEET, SURG, 5" X 6 YDS 20PG X 12 
DRESSINGS, FIRST AID SHIELD, 7 1/2 X 8" I08PG 
GAUZE, ABSORBENT 36" X 25 YDS I8PG 

AIRWAY, PHARYAGEAL, ADULT-CHILD 3EA 
AIRWAY, PHARYAGEAL, SMALL 24EA 

APPLICATORS, DISP, NON STERILE 
-I/I2XI/4 24PGX864 

BARREL, LUER SYRINGE 10 CC I2PG X 12 

BARREL, LUER SYRG 30 CC 3PGX 12 

PLUNGER LUER SYRG 30 CC 6PG X6 

BARREL,LUER SYRG. 10 CC 4PG X 4 

PLUNGER, LUER. SYRG. 10 CC 8PG X 6 

BLADE, SURG KNIFE DETACHED, STERILE 
-NUMBER 21 48PGX6 

BLADE, SURG. KNIEE DETACHED, 6PG X6 

- NUMBER 10 

FORCEPS, HEMOSTATIC CURVED, KELLY 5 1/2" 12 EA 
FORCEPS, HEMOSTATIC CURVED, KELLY 5 1/2" 25EA 
FORCEPS, HOMO, STRAIGHT 5 1/2" 24EA 

UNCLASSIFIED 
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FORCEPS, HEMO STRH. ROCH. OCHONES 7 1/4" 12 EA 


FORCEPS, TISSUE, 5 1/2 12 EA 

GLOVES, SURG. 7 1/2 54PR 

HANDLE SURG, KNIFE 12 EA 

HANDLE SURG, KNIFE 12 EA 


NEEDLE, HYPO 19 GUAGE I 3/4 24 BX X 12 

NEEDLE, HYPO, 23 GUAGE 3/4" 102 BX X 12 

NEDDLE, HYPO, 26 GAU 1/2" 6 BX X 12 

NEEDLE, HYPO, 17 GAUGE 3" 12 BX X 12 

NEEDLE, SUTURE, SURG 3/8" CUT, 120 PG X 6 

- NUMBER 20 

NEEDLE, SUTURE, SURG, NUMBER I, CUTTING 2 PG X6 
NEEDLE, SUTURE, CATGUS, 1/2 CIRCLE, 12 PG X 6 

- NUMBER 4 

NEEDLE, SUTURE, SURG., NUMBER I CUTTING 2 PG X 6 
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NEEDLE, SUTURE, SURG, NUMBER 5 2 PG X 6 

SCISSORS, BANDAGE, 7 1/4 6 EA 

SCISSORS, BANDAGE, 7 1/4 20 EA 

SCISSORS, GEN. SURG 12 EA 

SUTURE, SURG N.A., SIZE 0-10 STRANDS 60 PG X 12 
SUTURE, N.A., SURG, SIZE NUMBER 00 9 PG X 12 

SUTURE, ABSURD, SURG 6 PG X 12 

SUTURE, SILK 6 PG X 12 

THERMOMETER, ORAL 144 EA 

THERMOMETER, RECTAL 72 EA 

BOTTLE, CROPPER 60 BX X 12 

BOTTLE, SCREW TOP 5 PG X 200 

DISINEECTANT, CON. 1 GAL 25 BT 

ENVELOPE, DRUG, DISP. 78 PG X 100 

BLANKET, INEANT, WH 500EA 

BOTTLES, NSG, 4 OZ 100BXX36 

BOTTLES, NSG, 8 OZ 300BX X 36 

NIPPLES, NSG, BOTTLES 600BX X 12 

DIAPERS, INFANT, COTTON 3000EA 

PLASMA, PROTEIN 16EA 

- CIV SET - 250 CC 
PLASMA, PROTEIN 

- IV SET - 500 CC 25EA 

DEXTROSE, 5 75BX X 6 

SODIUM CHLORIDE 1000 CC 50BX X6 
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ALBUMIN, NHS, 25 100 CC lOOCN 

RINGER'S, LACTATED SOL. 6'S 1000 CC 50BX X 6 
STOCKINETTE, SURG. 3" 2RO 

STOCKINETTE, SURG 4" 20RO 

STOCKINETTE, SURG. 6" 2RO 

SPLINT, LEG 50EA 

SPLINT, STRAP WEB 50EA 

SAFETY PINS, LARGE lOOPG 

TUBING, RUBBER 1/4" 200ET 

SPONGES, SURG, GUAZE 8 PLY 80PG X 200 

SPONGES, SURG, GUAZE 12 PLY 20PG X 200 

DRAINS, SURG 36EA 

STYLET, CATHETER 6EA 

- STRAIGHT, NOT AVBLE. 

TUBE, CONNECTING, SURG 5PG X 12 

TUBE, DUADENAL, SURG 72EA 

CANNULA, TRACHEOTOMY 12EA 

TUBE, DRAINAGE, SURG PEN EOSE 15BX X 12 

HOLDER, SUTURE NEEDLE 6EA 

INHALER, ANESTHESIA 4EA 

NEEDLE, HYPO, 20 GUAGE 24BX X 12 

NEEDLE, SPINAL 1 8 GUAGE 1 2EA 
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SAW, AMPUTATION 1 EA 

TOURNIQUET, NONPNEUM 6EA 

CATHETER, URETH, PLAST I PG X 1 00 

RETRACTOR SET, GEN. OPER, FLEXIBLE 2SE 
DRAPE, SURG. GEN I6PG 

LITTER, FOLDING POLE lOOEA 

BLANKET, BET, GREEN 95 EA 

APRON, LAB 50 EA 

BENZAL, CHLOR. SOL 40 BT 

BRUSH SCRAT 24 EA 

A PC'S SBTXLOOO 

CODEINE SULF 25 BT X 100 

MORPHINE SULF (INJ) 2000 EA 

PHENOBARBITAL (INJ) 50 BT X 100 

PROCAINE HYTRO (INJ) 30 BX X 10 

ETHER 1/4 LB 96 CN 

TETRACYCLINE, 0.25 GMS TABLETS 50 BT X 100 
KANAMYCIN SULF (INJ) (0.333 GRAMS PLR 
UNCLASSIFIED 
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- CC 500 BT 

EYE AND NOSE GTTS 1 2 PG 

ISOPROTERNOL HQ 24 BX X 5 

- INJ 0.2 ING 

IODINE TAB , WATER PURIFICATION 2000 BT 
CHLORIDATION KITS DRINKING WATER 60 BT SISCO 
UNQUOTE SISCO 


UNCLASSIFIED 
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